666            MILK:   PRODUCTION  AND   CONTROL
they are submitted for the consideration of all who are interested in th
hygienic quality of milk produced in this country.     It is to be hoped that a
point will eventually be reached when all milk will be clean and safe, will b
delivered in sealed, sterile bottles, and will be sold at a price which the
consumer can afford and which will allow the producer and distributor a fa'
margin of profit.    In other words, the ultimate aim should be " One Grade-
One Price."